From: 

on behalf of 
Sent: 

To: 

Subject: 


Digital@its.nc.gov [Digital@its.nc.gov] 

Website Contact Form Submission [Digital@its.nc.gov] 

9/10/2017 8:17:52 PM 

contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYD!BOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Form submission from: Contact Governor Cooper 


Submitted on Sunday, September 10, 2017 - 8:17 pm 
Submitted by anonymous user: 10.10.25.4 
Submitted values are: 

First Name: Alice 
Last Name: Smyth 
City: Charlotte 
State: NC 

Emai1: al i cesmythObel1 south.net 
Phone Number: 704-366-7363 
Message: 

I feel that the Atlantic Coast Pipeline should not be built. 
Alice Smyth (Mrs Ross 1) 


The results of this submission may be viewed at: 
https://governor.nc.gov/node/ll/submission/21718 


Email correspondence to and from this address may be subject to the North Carolina Public Records Law and 
may be disclosed to third parties by an authorized state official. 



